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TOie hospital has a permanent standard of about 200 beds and in cases of emergency 
50 more beds can be put up. It is divided into the following warts® 87 

a* Surgical ward, 

b. Gynecologic ward, also treating children's diseases 

c. Ward for Internal diseases 

d. Ward for infectious diseases 

e. TB ward. 

The staff of subject hospital consists of * the following: 

6 Physicians. 

1 Doctor* s assistant (felczer). 

5 Registered nurses. 

30 Apprentice nurses* 

* s •’ - .... , i 

6 drivers. 

2 doormen. 
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4. Two ambulances, acatramrs^latllfig four persons, were placed'sitthe disposal of the 

hospital. These ambulances were Czech-made Skodas. However, the ambulances as 

well as the drivers are subject to the authority of the Voivodship Health 25X1 B 

Department Transportation Column at Opole. 
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Legend: 

1. Administration offices and internal diseases ward; 
3-story concrete building, 15 x 20 x 12 meters. 

V 

2. Surgical, gynecology and children 1 s ;.<JmeffiB»swwar&$; 
3 -story concrete building, x kO xX 2 - meters. 

3 . Infectious and T*B. wards; 3 *story concrete building, 
10 x 30 x 12 meters. 

4 . Garage. 

5 * Old-age home . 

6. Gate. 
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